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12.  (Continued)

Safety precautions should be observed before and
during the removal/installation of major units to

a.  complete a task in the minimum amount of time.

b.  prevent damage to equipment or injury to
personnel.

c.  ensure the major unit is properly removed/
installed.

d.  ensure the proper operation of equiptient.

b.                                 13. Which section of the HIM gives the step-by-step

procedures for removal/installation of major units

a.  Section V.

b.  Section IV.

c.  Section III.

d.  Section II.

e.  Section I.

14. As a technician you will be required to remove major
aircraft units that are found to be defective.
The first thing to do after removing the unit is to
check it visually for physical damage including bent
or broken pins and damaged jack connectors.

13ention of damage to equipment or injury
